Adiabatic Efficiency Summary Sheet 


This summary sheet is an extension of the Isentropic Process Summary Sheet and defines the 
adiabatic (isentropic) efficiency of turbines, compressors, and nozzles. 



Adiabatic Compressor (neglect Ake, Ape) 


h (Enthalpy) 



► s (Entropy) 


Adiabatic Nozzle: 
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